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It is possible, therefore, to look at the future from an entirely new aspect.
Instead of a miscellaneous collection of appliances, we now have
one comprehensive household service from a single main. That must
certainly have an important bearing upon future house planning.

Standardisation of apparatus has been considerably assisted by the
general change-over to a system of supply at 230 volts A.C. In the design
of the appliances themselves there has recently been a large measure of
agreement upon interchangeability of working parts and " consumable "
parts such as motors and elements; there is hope, too, of evolving a stan-
dard form of socket-outlet and plug to supersede the confusing assortment
of 3-amp, 5-amp and i5-amp accessories at present in use.

In the absence hitherto of any planned development of the electric home
it is inevitable that anomalies still exist. Installations which were sufficient
for the needs of the nineteen-twenties are now out-dated, and not the
least of the difficulties facing those responsible for future housing is the
provision of a wiring system which will have an adequate number of
outlets for all the appliances that are coming into use.

229. Example of a modern ail-electric kitchen, showing built-in refrigerator, syn-
chronous clock, roaster, kitchen motor, kettle, cooker and washing machine
(fitted beside sink, right).

